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Crown Wall Clock 
Parts List 

A. Case 1 pc 

B. Mechanism 1 pc 

* Please make sure that you have all the parts indicated above before you begin assembly of this item. 

* This item should be assembled on a soft surface to prevent scratching the finish during assembly. 

Note: Battery is not included with this product. 

Install Battery & Adjust Settings 

1 . Install Battery Working from the back of Case (A), install "AA" battery into the Mechanism (A). See Illustration 

2. Adjust the Time U se the button on the back of the Mechanism (B) to adjust the time. See Illustration. 



Page 1 of 1 


Rl -04-01 -05 


